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June Whitfield, the diminutive British actress whose seven-decade career reached its peak as Edina Monsoon’s dotty, acerbic 
mother in the hit comedy series “Absolutely Fabulous,” died on Friday in London. She was 93. 

Her death was confirmed by her agent, according to the BBC. 

Mother — that was the official name of Ms. Whitfield’s character — looked the part of the kind, proper, white-haired London 
granny in sweater sets and pearls, but she had a gift for the cutting remark. In one classic scene, Edina (Jennifer Saunders) 
fretted about her weight, declaring, “Inside of me, there’s a thin person just screaming to get out.” Mother, sipping tea at the 
kitchen table, replied calmly, “Just the one, dear?” 
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